Fie. 541. Kirchneriella, a colony in
which the individuals are held to-
gether loosely in a gelatinous matrix

\

FlC. 542. Ankistrodesmus,
a loose aggregate of cells

Jtc. 543. Dimorphococcus, a colony in which the cells are held together in
groups of four by the remains of the wall of the mother cell. The groups of
four are likewise held together by remains of cell walls. ( X 1225)